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- Exhibit No: 59-14 To Contract: HF=CT-692 
Date: October 30, 1959 


The Firewel Co., Inc. 
(Contractor 


25X1A9a 
(Contracting Officer 


a 


Ttem Part ig 7 
No. No. Nomenclature Qty. Unit Price - Total Price 
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1 S621BL Partial Pressure Suit 2 1 @ $1,170.14 | 
at for -170 1@ 511.48 $1,681.62 5 
i — §$647D Gloves for -170 2 pre lpr. $66.29 $ 126.73- 
. . 1 pr. 60.44 = 
TOTAL: $1,808.35 
Delivery: As Soon As Possible € 
Prices are fair and reasonable and this ; anc: 


Exhibit is hereby approved, 


__g 1,808.35 


25X1A9a Contractor warrants prices conform to the 


price formula in effect on date of this 
Exhibit. 
SIGNED 7 Phbaaguica 
ee ee (Contracting Officer) 25X1A5a1 
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